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Piro, Peter (DPH) 

From: DeMore, Vincent (SUF) 

Sent: Tuesday, September 06, 2011 9:49 AM 

To; O'Brien, Elisabeth (DPH) 

Cc: Piro, Peter (DPH); Saunders, Della (DPH); Khan, Annie (DPH) 

Subject: CW 
Elisabeth, 

I need to get the bench notes for this case. It was a series of undercover buys followed by a search 
warrant The chemists and analysis numbers break down this way: 


Peter Piro & Annie Khan 



Della Saunders & Annie Khan 



I know Annie is away for another week or so, but I am hoping to get these sometime in the next 7 days if 
at all possible (and I realize it’s a large volume request). Thanks again, 

Vince 

Vincent J. DeMore 

Assistant District Attorney 

Suffolk County District Attorney’s Office 

One Bulfinch Place, Suite 300 

Boston, MA 02114 

P: 617-619-4049 

F: 617-619-4069 

Important Notice 

The contents of this transmittal, including any attachments, are iiitencied only for use b)' the original addrcssee(s) and 
mat' contain confidential information that is intended for governmental-policy development and deliberation or is 
otherwise exempted from public disclosure under Massachusetts law. Tliis transmittal also may emttaiu privileged 
information and attorney work-product. Therefore, please do not copy, print, scan, forward, or deliver this transmittal, 
in wliole or in part, without the pnor written consent of the original sender of this transmittal. If you are not the 
intended recipient of tltis transmittal, you are notified that an)' cop)'ing, printing, scamiiiig, for«fatding, or deliver)' of this 
transmittal, of any attachments, or of both, is strictly prohibited. If )'ou receive tliis transmittal in error, please 
immediately nottfi' the original sender and completely and permauentl)' eliminate the original and all electronic and 
printed copies. 
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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK , a ^ 

GOVERNOR BUREAU OF LABORATORY SCIENCES 

TIMOTHY P, MURRAY 
UeUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


September 7, 2011 



Dear ADA DeMore: 

Enclosed are copies of the information you requested for the above mentioned samples 

1) Drug Receipts 

2) Evidence Control Cards with hand-written notations 

3) Drug Powder Analy sis Forms with hand-written notations 

4) GC data for sample^^^^^^l 

5) GC/MS confirmatory data 

I was the primary/custodial chemi st and perform ed preliminary testing and net weight 
calculations for all except sample performed all of the testing for sample 

Annie Dookhan was the confirmatory chemist and analyzed the GC/MS 
data for thes e samples. Annie Dookhan was the primary/custodial chemist for sample 
She performed the preliminary testing and net weight calculations for this 
sample. Peter Piro was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any further questions, please do not hesitate to call me at 617-983-6632. 



Della Saunders 
Chemist III 


William A, Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA. 02130 


Cc. ASD, P.Piro 








cc# 


St^sfostS^otS€& 

DEPART MBN7 

DRUG RECEIPT 


BOO 

PAG! 

DES' 


Districf/Unit T]>CL U 

Name & Rank of Arresting Officer 


DEFENDANT'S NAME 


lOOfiaC^ 


STATE 










No. Date Analyzed; j j 

City; Boston D.C.U. Police Dept. 

Officer P.O. Diana Lopez 


Def; 

Amount: 

No. Cont: 3 Cont: pb 

DateRec'd; 10/25/2010 
Gross Wt.: 4.65 


Prelim: 


Findings: 


Subst: SUB 

No. Analyzed:^ 

Net Weight: o-'T-M 
# Tests: c.v6=v%o 


\ 


Folk OIG PRR 038799 






PHYSICAL DESCRIPTION: 


Gross Wt ( 3 ) 


“S. Ws!.V^'=^t C. GrossWt ( 




CV Ot-OaV^Vaa^ 11 ^ 


Pkg. Wt 


Net Wt 


O • °i 
O ' ^ 0-1 ^ 


O . 2.m.0^2> 


PRELIMINARY TESTS 


Spot Tests 


Microcrystalline Tests 


Cobalt 

Thiocyanate ( 4 -) 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 


Mecke's 


PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS 


DATE \v- 0 \-lD 


MS 

OPERATOR 


DATE 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\System7\ll_03_10\752929.D 
P. PIRO 

3 Nov 2010 16;27 

BLANK 


DRUGS.M 
RTE 


P~rt> 


Abundance T!C: 762929.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


752929.D 


Wed Sep 07 08:26:27 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C: \msdchetn\l\System7\ll_03_10\752930.D 
P, PIRO 

3 Nov 2010 16:39 

HEROIN STANDARD 

6 

DRUGS * M 
RTE 


Abundance " TIC: 752930*D\daia,ms 



Ret. Time 

Area 

Area % 

Ratio % 



6.444 

1153024 

100,00 

100.00 




752930*D Wed Sep 07 08:26:31 2011 


Page 1 


Folk_OIG_PRR_038802 





Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\rasdchem\l\System7\ll 03 10\752930.D 

Operator 

P. PIRO 

Date Acquired 

3 Nov 2010 16:39 

Sample Name 

HEROIN STANDARD 

Submitted by 
Vial Number 

6 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 * L 


PK# RT Library/ID 


CAS# Qual 


1 6.44 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance 


Average of 6.396 to 6,613 min.: 752930.D\data.ms (-) 



Abundance ... ... ' HEROIN 



752930,0 Wed Sep 07 08:26:32 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \msdchem\l\Systeni7\ll_03_10\752936 .D 
P. PIRO 

3 Nov 2010 17:55 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance 

8000 

6000 

4000 

2000 






TIC: 752936.D\data,ms 






rj I T T r j b T I T I T-T 1 T I t-t n I T ~T o j I " ! f"; I T " T r i j -r T -T ) ^ ~T " i"ri [ - T r-ri | nr T-ri p r"ri | i r r t'I i : i ~r-r " ] n i ^r-pr^ 

T»me'-> 2.00 2.50 3.00 3.60 4.00 4.60 5.00 6.50 6.00 6.60 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


752936,D Wed Sep 07 08:26:51 2011 Page 1 


Folk_OIG_PRR_038804 





Library Searched 

Quality 

ID 


C;\Database\PMW_T0X2.L 
9 

Noscapine 


P1872 


Abimdance 

9000 

8000 

7000 

6000 

5000 

4000 

3000 

2000 

1000’ 


Scan 337 (3.621 min): 762936.D\data.m's 
220 


205 


44 

I 




77 122 165 

® y .!f ti. 1 


T- 


-4- 




T" 


~r " I r ~ i I ~t " | r i 

JSO _200 ^ 220 
#2525: Noscapine 

220 


- I > • I nr i T 1 T~r- 


Abundance 


9000 

8000 

7000 

6000 

5000 

4000 

3000 

2000 

1000 


40 60 80 too 120 140 


240 _ 260 2_80 

Pi872 


300 320 340 360 380 


205 



119 


147 


193 


jji. 


281 


T—I " ? r i I f I r I r" | i - H i - x - j i ~ i r-r j " f— 7 " i ’ p i i - T -r-y i r- 7 - r-[ i T -T-r^ j r t r i ] - t' i' v i 

100 120 140 160 180 200 220 240 260 280 300 320 340 


383 

T } T I ri j-i rT~ 

360 380 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\ll_03_10\752937,D 
P* PIRO 

3 Nov 2010 18:08 


ASD 
37 

DRUGS.M 
RTE 


Abundance 


TfC: 752937.D\da(a.ms 


300000 

200000 

100000 

0 

Time->_ 2.00 __2.50 3.00 J..§P 4.00 4.60 6,00^ 5.5p_ 6.00_ 6.60_ 7^00_ 7^50 8,00__ 8^0_ 9.00_ 9.60 


Ret. Time 

Area 

Area % 

Ratio % 


2.742 

173911 

17.48 

35.46 


3.177 

330686 

33.24 

67.44 


6.438 

490377 

49.29 

100.00 



6.438 


2.742 




II 

■Vr^l^T^r I' I j J TT"! } rT r’T=p=T* 


752937.D 


Wed Sep 07 08:27:24 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\ll_03_10\752937.D 

Operator : P, PIRO 

Date Acquired : 3 Nov 2Q 10 18:08 

Sample Name : 

Submitted by : ASD 

Vial Number ; 37 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C;\Database\NIST05a,L Minimum Quality; 80 

C: \Database\PMt^_TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 2.74 C:\Database\NIST05a.L 

Acetamide; N-(4-hydroxyphenyl)~ 000103-90-2 97 
Acetamide, N-(4-hydroxyphenyl)- 000103-90-2 95 
Acetamide, N-(4-hydroxyphenyl)- 000103-90-2 94 


Abundance Average of 2.705 to 2.816 min.: 762937.D\data.ms <-) 



m/z-> 35 40 45 60 56 60 65 70 75 80 ^85 90 95 J0_0 105110 115 120J2_5 130135 140 14 


752937.D Wed Sep 07 08:27:25 2011 Page 2 


Folk_OIG_PRR_038807 






Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

C:\msdchem\l\System7\ll 03 

_10\752937.D 

Operator 

P. PIRO 


Data Acquired 

3 Nov 2010 18:08 


Sample Name 



Submitted by 

ASD 


Vial Number 

37 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 80 

PK# RT 

Library/ID 

CAS# Qual 


3.18 C:\Database\PMW_T0X2.L 

Me t obromuron 
Aminoethanol 
Monolinuron 


003060-89-7 4 
000141-43-5 3 
001746-81-2 2 


Abundance 


80 


60 

40 

20 


43 


73 




Average of 2.938 to 3.304 min.: 752937.0\data.ms (-) 


103 


85 


133 


116 


146 159 


207 


»"PT ' * t ' ^ ‘ 1 r ) 111 i p' l rryi i t < j rrp rr r j i n i } i m i p T - rj | -n i i p rT- r - t jTTTiynnn | i < rT-p-TTTTrr 

40 50 60 70 80 90 100 110 120 130 140 160. 160_170 180J90_20^ 210 220 230 240150 260_ 


Abundance 


80 


60 


40 


20 


6!l 


#3887: Metobromuron 


P1220 


91 


76 


143 165 


197 


268 


T+]-TT 


^ YryT i I t |"rn ' i i i | -rT ti y i i I'l p 1 1 i - j - 1 n r pn-rr p i i i - p 'i i q I ' f i t pn T r y i i i r | M - T i r| n i r- [ u i M 'j i < cr } i i n 11 1 rry i i t t [ i »'i i | it m 

m/z-> 40 60 60 70 80 90 100 110 120 130 140 160 160 170 1_80 WO 200 210 220 230 240 260 260 


752937.D Wed Sep 07 08:27:25 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ct\msdchem\l\System7\ll_03_10\752937.D 
P. PIRO 

3 Nov 2010 18t08 


ASD 
37 

DRUGS.M 
RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3 6.44 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 


Abundance Average of 6,401 to 6.676 min.: 752937.b\cJata.ms (-) 



40 


80 

60 

40 

20 




40 


ai 



94 162. . 

59 1 

, ll 1 


10P 111''* 

I I ll i 

.lliUj .1:1 

u 

W V T'tn T'T-T tr-*! f 


268 


327 


215 


228240253 


liL 


310 


284 


60 80 100 120 140 160 180 200 220 240 


f - p t 'r *T-r i^T 
260 280 


298 , 


341 


369 


JL 




300 320 340 360 


752937.D Wed Sep 07 08:27:26 2011 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \msdchem\l\System7\ll_03__10\752951 .D 
P. PIRO 

4 Nov 2010 7:03 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 752951.DXdata.ms 



Ret» Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


752961,D Wed Sep 07 08:27:39 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ^ 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C:\msdchem\l\System7\ll_03_10\7529S2.D 
P. PIRO 

4 Nov 2010 7:16 

HEROIN STANDARD 

6 

DRUGS . M 
RTE 


Abundance TIC: 762952.D\data.ms 

eooooo] 

400000 

200000 

0 | | 1 I 1 I f I I I I "1' I I T i-j I - I i-r- | T 1 r-T'-p T! 1 I 'n i i f n V 'T " ; Ti rj i ' r i i | I' T n | T ' l r i i i i i i I ' T 

Tinie-'> ,2.00_ 2^,60 J.OO 3.50 4J30_ 4.50 5.(» _5,50_6J)0 6.50 7.00 7^0 8.00 8.50 9.00_ 


Ret. Time 

Area 

Area % 

Ratio % 

6.444 

998319 

100.00 

100.00 


752952.D Wed Sep 07 08:27:44 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th; 
Integrator : 


Data File: 

C:\msdchem\l\System7\ll_03_10\752952.D 
P. PIRO 

4 Nov 2010 7:16 

HEROIN STANDARD 

6 

DRUGS ,M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.44 C:\Database\SLI.L 

HEROIN 000561-27*2 99 

JWH-073 208987-48-8 1 


AbuncJance 

80 

60 

40 

20 

0^ 


4i3 


Average of 6,407 to 6.634 min,: 752952.D\dala.ms (-) 


327 


266 


204 


81 

[ 


146 


59 


fin/z-> 40 
Abundance 




162 


94 124 


174 

I 


238 253 


310 


284 
.1 298 


369 


60 


j -T~ T r i j -TT- n j rr t t | r Y r -r ') pf v ri i - r -i-ri i T-y^rT i T y Tn~T-ry-irrT-rp 

80 10g_ 120_ 1J0_ 160_ 180 _2OT _220 _240 260 280 _ 300_ 320 340_ 

' #1: HEROIN 


354 


360 



752952.D Wed Sep 07 08:27:44 2011 


Page 2 
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DEPARTmENT tf ' 

DRUG RECEIPT PAGE# (3.W 



DESTRUCTION # 



Districl/Unit A'* /'htO 






Name & Rank of Arrestina Officer ^ 

^ ID# //TOfct) 






DEFENDANT’S NAME ADDRESS 

CITY 

STATE 


1 


















DESCRIPTION OF ITEMS SUBMIHED 

GROSS 

QUANTITY 

LAB USE ONLY 

GROSS ANALYSIS 

WEIGHT 1 NUMBER 




3 p/e'" 





"— - ^—1—- 










-- — --- 
























______L 



To be completed by ECU personnel only 
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Date Analyzed: O -O 1 ^ 


City: Boston D.C.U. Police Dept. 
Officer: P.O. SYBIL WHITE 
Def: 

Amount: 

No. Cont: 3 Cont: pb 

Date Rec’d; 07/08/2010 
Gross Wt.: 5.03 


Prelim: 





Findings: 


Subst; SUB 

No. Analyzed: / 
NetWeight:6t 
# Tests: 5 

VA 



Folk_OIG_PRR_038814 




DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested 



AGENCY 

mnm 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) T 


Marquis _ 
Froehde's 


4- 


■4 


4 


Mecke's 




ANALYST^ 




Evidence WL 




Gross Wl ^phY O.^iy'Zf 
Gross Wt {)/ 


yy^ . 


'S3MI 




noj 


NetWt; ^^^^ 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


GC/MS CONFIRMATORY TEST 













To be completed by ECU personnel only 
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No. 

City. Boston D.C.U. Police Dept. 
Officer: P.O. SYBIL WHITE 
Def: 

Amount: .» 

No. Cont: 3 Cont: pb ' 

DateRec'd: 07/14/2010 
Gross Wt.: 4.42 


Date Analyzed: oq-o \- ^ O 


Subst SUB 

No. Analyzed: / 

Net Weight: 

# Tests: 5 


Prelim: ^0,/!/ 


Findings: 



Folk_OIG_PRR_038817 





DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested:_^ 


. AGENCY 


ANALYST 



Evidence Wt 


PHYSICAL DESCRIPTION: 


Gross Wt 



Gross Wt (/d)‘ 


Pkg.Wt; 




t 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate^ 
Marquis _ 
Froehde's_ 
Mecke's 


-r 


MIcrocfVstalllne Tests 

Gold 

Chloride_ 

TLTAj;_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

I 

RESULTS j]M'A/ 

DATE ^ho'hO _ 


GC/MS CONFIRMATORY TEST 
RESULTS 

MS /l /T 

OPERATOR /rSU _ 

pate ^/iIiO _ 


Revised 7/2005 

Folk_OIG_PRRj 










OHPAnrMHWT 


DRUG RECEIPT 


PAGE # 

DESTRUCTION #__ 


Dislrict/Unit ___________ 

Name & Rank of Arresting Officer 


uyA“Aj 




DEFENDANT’S NAME 



DESCRIPTION OF ITEMS SUBMITTED 




ADDRESS 


CITY 


STATE 


LAB USE ONLY 


GROSS GROSS ANALYSIS 

QUANTITY WEIGHT i NUMBER 


_ 


1 


i 


To be completed by ECU personnel only 



Folk_OIG_PRR_038819 


BPD Form 0038-BIS-0907 (prev. 1753) 








No. Date Analyzed; 

City; Bos^^^uU. Police Dept. O'H-on- \ O 

Officer; P.O. SYBIL WHITE 


Def; 

Amount; 

No. Cont; 3 Coni; pb 

DateRec’d; 07/28/2010 
Gross Wt.; 2.53 


Prelim: 



Subst: SUB 
No. Analyzed; / 

Net Weight; A ^7 

# Tests; Q 

Findings; 



Folk_OIG_PRR_038820 





SAMPLE # 

No. of samples tested:_ [_ 




AGENCY 


PHYSICAL DESCRIPTION: 



ANALYST 




Evidence Wt 


Gross Wt 
Gross Wt 


Pkg.Wt:^^-.^,,, 


NetWt: ^P7///.> 


T 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate ( ) 


Marquis 


Froehde's 


Mecke's 


± 


Microcrvstalllne Tests 

Gold 

Chloride_ 

TLTAi__J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 


I rvt;::JUiL 

llesc'i'A/ 


DATE 


dijho 


GC/MS CONFIRMATORY TEST 

RESULTS 

OPERATOR A^P _ 

DATE ho 


Revised 7/2005 

Folk_OIG_PRR_038821 







cc#. 


DSPARrMBNT 


DRUG RECEIPT 


BOOK#. 
PAGE #_ 




ib3 


DESTRUCTION #. 


District/Unit 


j tCM 


Name & Rank of Arresting Officer 


s/o 


ID# 







No. Date Analyzed: ^ 

City: Boston D.C.U. Police Dept. 


Officer: P.O. SYBIL WHITE 



Amount: 

No. Cont; 3 Cont: pb 

Date Rec'd: 08/11/2010 
Gross Wt.: 2.43 


Prelim; 



Subst: SUB 

No. Analyzed: / 
Net Weight: 

# Tests: ^ 

Findings: H <3o o 


Folk OIG PRR 038823 




DRUG POWDER ANALYSIS FORM 



SAMPLE # 

No. of samples tested:_ 


agency 


ANALYST 




Evidence Wt 


PHYSICAL DESCRIPTION: 



Gross Wt 

U/>3- 

M&K. _ 


iss Wt 


Pkg.Wt; /l^j4^7^ 
NetWt: 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) t 

Marquis '•f" 

Froehde‘s ~t 

Mecke's ~t 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE fkcjlid _ 


GC/MS CONFIRMATORY TEST 

RESULTS f\rMiA/ 

MS 


OPERATOR 


/^P 


DATE ^llKO 


oowiccsw 7/onnR 

Folk_OIG_PRR_038824 









To be completed by ECU personnel only 



ECU Control # 










Prelim; 





DRUG POWDER ANALYSIS FORM 



SAMPLE # 

No. of samples tested: 


AGENCY 




ANALYST 



Evidence Wt 

■'l/" 


PHYSICAL DESCRIPTION; 



Gross Wt i:^: /), 
Gross Wt fZ^): 
Pkg. Wt: 
Net Wt: 


f 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) m 

Marquis_ 

Froehde's 
Mecke’s 


Mlcrocrystalllne Tests 
Gold 

Chloride^_ 

TLTAi_J_ 

OTHER TESTS 


± 

t 


PRELIMINARY TEST RESULTS 


RESULTS 

DATE 


pjcecnA/ 


^ho lid 


GC/MS CONFIRMATORY TEST 
RESULTS hmyt’A/ 

OPERATOR A^O _ 

DATE ^llllO _ 


Revised 7/2005 










cc#„ 



DEPARTMENJ 


DRUG RECEIPT 


District/Unit 


BOOK#_ 
PAGE #_ 


u 


173 


DESTRUCTION # 


J-i sa( 


Name & Rank of Arresting Officer 




ID# 


/oOCf ^ 










J 


No. Date Analyzed; O O \ ^ O 

City: Boston D.C.U, Police Dept. 

Officer; P.O. Diana Lope z 

Amount; Subst: SUB 


No. Cont: 3 Cont; pb 


DateRec'd; 08/18/2010 
Gross Wt.; 2,48 


Prelim: 





Folk_OIG_PRR_038829 




DRUG POWDER ANALYSIS FORM 



PHYSICAI DESCRIPTION: . . 

ciaiimklyf6 cdi^ul^C'k^^)a(dim/ri 


Gross Wt K'3^h' f/'h3 


Gross Wt 


m/, * 

Pkg 


JLM 


0500 ^ 


Netwt: 0,^yd5 5 




d 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 'f' 

Marquis -f 
Froehde's 
Mecke's 


It 

-f 


MIcrocrvstaliine Tests 
Gold 

Chloride_ 

TLTA ( )_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS \yM{^ 

date yl'^y/lU 


GC/MS CONFIRMATORY TEST 


RESULTS 



MS 

OPERATOR /A^IO 


DATE 


^hllO 


RAviRfifi 7/^nn?; 











Area Percent / Library Search Report 


Information from Data File; 

File Name : F; \Q3-2010\System7\08__31__10\740a57 ,D 

Operator i ASD 

Date Acquired : 31 Aug 2010 19:16 

Sample Name ; BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Abundance TIC: 740857.D\data.ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS**^ 


740857.D Wed Sep 07 12:24:14 2011 Page 1 

Folk OIG PRR 038831 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3”2010\System7\08_31_10\740858.D 
ASD 

31 Aug 2010 19:28 

HEROIN STD 

58 

DRUGS.M 
RTE 



Time-> 2.00 2.5 0 3.00 3.50 4.00 4.50 6^00_ 5,_5q_ a 7.00 7,60 8.00 8,50 9,00 9,50 


Ret, Time 

Area 

Area % 

Ratio % 

6.465 

758752 

100.00 

100.00 


740858,D Wed Sep 07 12:24:18 2011 Page 1 


Folk OIG PRR 038832 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File^ 

F;\Q3-2010\System7\08_31_10\7408BB.D 
ASD 

31 Aug 2010 19:28 

HEROIN STD 

58 

DRUGS , M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# Qual 


1 6.47 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 



43 


80 

60 


268 


327 


40 

20 


216 


81 


rri/z-“> 


69 




94 


115 






146 


28 


162 


174 


;]iy!;.jy!V , 


197 


60 80 100 120 


140 160 m 


T 

200 


226 253 


310 


284 


ff 

220 240 260 280 


298 


369 


“T 1 ] ! r 

300 


341 


320 340 360 


740858.D Wed Sep 07 12:24:19 2011 


Page 2 


Folk OIG PRR 038833 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\08_31_10\740863.D 
ASD 

31 Aug 2010 20:31 

BLANK 
DCS 
2 

DRUGS * M 
RTF 


Abundance TIC: 740863,0\data.ms 



Ret * Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


740863.D V?ed Sep 07 12:24:56 2011 Page 1 


Folk_OIG_PRR_038834 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3~2010\System7\08_31_10\740864,D 
ASD 

31 Aug 2010 20:44 


DCS 

64 

DRUGS,M 
RTE 


Abundance TIC: 740864 [)\c!ata.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.465 

801430 

100.00 

100.00 


740864 


Wed Sep 07 12:25:01 2011 


Page 1 


Folk OIG PRR 038835 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2010\System7\08 31 

10\740864,D 

Operator 

ASD 


Date Acquired 

31 Aug 2010 20:44 


Sample Name 



Submitted by 

DCS 


Vial Number 

64 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C: \Database\PMW__TOX2 . L 

Minimum Quality: 80 

PKff RT 

Library/ID 

CAS# Qual 


1 6,46 C:\Database\SLI,L 

HEROIN 000561-27-3 99 


Abundance Average of 6.407 to 6.697 min.: 740864.D\data.ms (-) 



Abundance #1: HEROIN 



740864,D 


Wed Sep 07 12:25:01 2011 


Page 2 


Folk OIG PRR 038836 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data Pile: 

F:\Q3-20lO\System7\08__31__10\74 0865.D 
ASD 

31 Aug 2010 20:56 

BLANK 
DCS 
2 

DRUGS. M 
RTE 


Abundance TIC: 740865.b\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


740865,D Wed Sep 07 12:25:06 2011 Page 1 


Folk OIG PRR 038837 





Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


F:\Q2-201Q\SyBtem7\08__31__10\140S66 .D 
ASD 

31 Aug 2010 21:09 


DCS 

66 

DRUGS * M 
RTE 


Abundance " TIC: 740866.Dkfata.ms 



Ret, Time 

Area 

Area % 

Ratio % 

3.166 

185089 

27,41 

37.76 

6.465 

490142 

72.59 

100.00 


740866.D 


Wed Sep 07 12:25:11 2011 


Page 1 


Folk OIG PRR 038838 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3”2010\System7\08_31__10\740866 .D 
ASD 

21:09 

DCS 

66 

DRUGS , M 
RTS 


Search Libraries: Cs\Database\SLl.L 

C:\Database\NIST05a.L 
C: \Database\PMW__TOX2 , L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


1 3.17 C:\Database\PMW_TOX2.L 

Aminoethanol 
Monolinuron 
Octane 


000141-43-5 3 
001746-81-2 2 
000111-65-9 2 




740866.D 


Wed Sep 07 12:25:12 2011 


Page 2 


Folk_OIG_PRR_038839 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\Sy3tem7\08_31__10\740866.D 

Operator : ASD 

Date Acquired : 3^Au^2010 21:09 

Sample Name : 

Submitted by : DCS 
Vial Number : 66 

AcquisitionMeth; DRUGS,M 
Integrator : RTS 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKn RT Library/ID CAS# Qual 


2 6.46 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



Abundance #i: HEROIN 



740866.D Wed Sep 07 12:25:13 2011 Page 3 


Folk^OIG PRR 038840 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\System7\08__31__10\740867 ,D 
ASD 

31 Aug 2010 21:22 

BLANK 
DCS 
2 

DRUGS. M 
RTE 


Abundance ' TIC: 740867.D\dala,fns 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* 


740867.D 


Wed Sep 07 12;25:17 2011 


Page l 


Folk OIG PRR 038841 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2 010\System7\08_31__10\74 0868.D 
ASD 

31 Aug 2010 21:34 


DCS 

68 

DRUGS,M 
RTE 


Abundance TfC: 740868,D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.087 

101490 

15.34 

18.12 

6.465 

560225 

84.66 

100.00 


740868.D 


Wed Sep 07 12:25:21 2011 Page 1 


Folk_OIG_PRR_038842 








Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3"2010\System7\08_31_10\740868.D 
ASD 

31 Aug 2010 21:34 


DCS 

68 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2,L 


PK# RT Library/ID 


CAS# Qual 


3.09 C:\Datafoase\NIST05a.L 



Sorbitol 

000050-70-4 

80 


D-Mannitol 

000069-65-8 

78 


D-Mannitol 

000069-65-8 

72 

Abundance 

Average of 2,901 to 3.187 min.: 740868. D\data,ms (-) 

61 rp 



80 

60 

40 

20 

0 


Abundance 


43 


5 $ 


103 


85 


91 


a 


97 


117 


133 


1261 


147 


> I I i f > I t I * ~i j I r i I ^ I'rr t' l t I t r ip I j i t i r ] 1 i i i j < t < i Tj ri i t t - y | t n 

m/z-> 10 20 _30 _40 ^0 JO JO 80 JO JOO JIO J20 J_30. 14 0 150 


#44766: Sorbitol 



740868.D 


Wed Sep 07 12:25:21 2011 


Page 2 


Folk_OIG_PRR_038843 










Area Percent / Library Search Report 


Information from Data File: 

File Name i Fi\Q3-2010\System7\08_3l_10\74086a.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 68 

AcquisitionNeth: DRUGS.M 
Integrator : RTF 


21:34 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C: \Database\ PMW__TOX2 , L 


PK# RT Library/ID 


CAS# Qual 


2 6,47 C:\Database\SLI,L 

HEROIN 000561-27-3 99 



Abundance ... “ : HEROIN 



740868.D 


Wed Sep 07 12:25:22 2011 


Page 3 


Folk OIG PRR 038844 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q3-2010\System7\08 31 10\740869.D 
ASD 

31 Aug 2010 21:47 

BLANK 
DCS 
2 

DRUGS.M 
RTE 


Abundance TIC; 740869.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


740869.D Wed Sep 07 12:25:26 2011 Page 1 


Folk_OIG_PRR 038845 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q3-2010\System7\08_31__10\740870 .D 
ASD 

31 Aug 2010 21:59 


DCS 

70 

DRUGS.M 
RTE 


Abunciance TIC: 740870.D\data.ms 



Ret, Time Area Area % Ratio % 


6.465 556811 100.00 100.00 


740870.0 


Wed Sep 07 12:25:30 2011 


Page 1 


Folk OIG PRR 038846 





Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q3-2010\System7\08 31 

_.10\740870 .D 


Operator 

ASD 



Date Acquired 

31 Auq 2010 21:59 



Sample Name 




Submitted by 

DCS 



Vial Number 

70 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality; 

80 


C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 

80 

PK# RT 

Library/ID 

CAS# Qual 


1 6,46 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 



43 


80 

60 

40 

20 


m/2-> 


81 


59 


94 


115 


iUlJik 


268 


327 


215 


146 
28 [ 
■IJm. 1.1,il 


162 


174 




197 I 


?^S240253 




310 


284 


298 


341 


369 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


740870.D Wed Sep 07 12:25:31 2011 


Page 2 


Folk_OIG_PRR_038847 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\08_31_10\740871.D 

ASD 

31 Aug 2010 22:12 

BLANK 
DCS 
2 

DRUGS. M 
RTE 


Abundance 


TfC: 740871-D\daia.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS’*^** 


740871.D Wed Sep 07 12:25:36 2011 Page 1 


Folk OIG PRR 038848 








Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2 010\System7\08__31_10\74 0872 .D 
ASD 

31 Aug 201 0 22:24 

72 

DRUGS . M 
RTE 


Abundance TIC: 740872.b\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.465 

627867 

100.00 

100.00 


740872.D Wed Sep 07 12:25:40 2011 Page 1 


Folk_OIG_PRR_038849 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Pr \Q3-2010\System7\08_31_10\74 0872.D 
ASD 

31 Aug 2010 22:24 


DCS 

72 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PK# RT Library/ID 


CAS# Qual 


6.46 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 



80 

60 

40 

20 

0 


43 


268 


327 


215 


81 


59 


94 


115 


L.l 


146 


28 


162 


174 




197 , 


f6240253 


310 


284 


298 


369 


341 


I r r. . I r . . . j J I I I 1 n Y I . vr-ry-r-n-T-frTVtym^ rr Vf ir, . j t i i r| i l m j i “TT-Ty T-f-r-i-p 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


740872.D 


Wed Sep 07 12:25:41 2011 


Page 2 


Folk OIG PRR 038850 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q3-2010\System7\08_31_10\740873.D 
ASD 

31 Aug 2010 22:37 

BLANK 
DCS 
2 

DRUGS . M 
RTE 


Abundance TIC; 740873,O\dala,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


740873.D Wed Sep 07 12:25:45 2011 


Page 1 


Folk_OIG_PRR_038851 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\System7\08__31_10\740874 ,D 
ASD 

31 Auq 2010 22;50 


DCS 

74 

DRUGS.M 
RTE 


Abundance TIC: 740874.D\da<a.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.465 

520618 

100,00 

100,00 


740874 ,D 


Wed Sep 07 12;25i50 2011 


Page 1 


Folk OIG PRR 038852 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\08_31_10\740874.D 

ASD 

31 Aug 2010 22:50 



Search Libraries: C:\Datafoase\SLI,L Minimum Quality: 80 

C:\Database\NXST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PKtt RT Library/ID 


CAS# Qual 


1 6.46 C:\Database\SLI.L 

HEROIN 000561-27-3 99 




740874.D 


Wed Sep 07 12:25:51 2011 


Page 2 


Folk_OIG_PRR 038853 













Area Percent / Library Search Report 


information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


Fr\Q3~2010\System7\08_31_10\740884.D 
ASD 

1 Sep 2010 00:56 

BLANK 

2 

DRUGS . M 
RTF 


Abundance TIG: 740884.D\data.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


! 


740884.D Wed Sep 07 12:26:08 2011 Page 1 

Folk OIG_PRR_038854 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired r 
Sample Name : 
Submitted by ^ 
Vial Number : 
AcquisitionMeth: 
Integrator i 


Data File: 

F:\Q3-2010\System7\08_31_10\740885.D 

ASD 

1 Sep 2010 1:09 

HEROIN STD 

85 

DRUGS . M 
RTE 


Abundance " "" TiC: 740886.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.465 

782404 

100.00 

100.00 


740885.D 


Wed Sep 07 12:26:11 2011 


Page 1 


Folk OIG PRR 038855 







Area Percent / Library Search Report 


Information from Data File: 

File Name 

P:\Q3-2010\Systera7\08 31 10\740885.D 

Operator 

ASD 

Date Acquired 

1 Sep 2010 1:09 

Sample Name 

HEROIN STD 

Submitted by 
vial Number 

85 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C : \Database\PMV7_TOX2 , L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


6,46 C:\Database\SLI,L 

HEROIN 


000561-27-3 


99 


Abundance 


Average of 6,423 to 6,661 min.: 740885.D\data.nns {-) 



80 

60 

40 

20 

0 


4(3 


268 


327 


215 


81 


59 


94 




115 146 

■i. iliUiL.ijiMLL 




310 


284 


298 


369 


341 


[ l ' i' I T y j j ' , j ■ j | ' f - pV ' j ‘ i ' i ’’ry j 't f j T t-t-t"] t T i ryrT'i'T-j-i >' i < | 

m/z.-> 40 60 80 100 120 140 160 180 200 220 MQ_..26p 280 300 3 20 340 360 


740885.D 


Wed Sep 07 12:26:12 2011 


Page 


Folk OIG PRR_038856 


















To be completed by ECU personnel only 


Name and Rank of Submitting Officer 


Received by 






ECU Control # 


BPD Form 0038-BIS-0907 (prev. 1753) 


Folk_OIG_PRR_038857 






DjfPA»TM£Wr 


DRUG RECEIPT 


iSl 


PAGE# 


DESTRUCTION #. 


District/Unit A I.bCyj__ 

Name & Rank of Arresting Officer 


I^OLQ 











DBPAHTMBNT 


Dwwrv ft 




DRUG RECEIPT 


PAGE # 

DESTRUCTION # 


District/Unit 




Name & Rank of Arresting Officer 





err /^c 


ID#_ /0040 



LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 


/Z Cp ^J^ 


ANALYSIS 



V7 e/R 





No. Date Analyzed; 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lop ez 
Def; 

Amount: Subst; SUB 

No. Cont; 3 Cont; pb 

DateRec'd; 08/18/2010 No. Analyzed: / 

Gross Wt.: 2.46 Net Weight:tDi 

# Tests; 

Findings: Heno\n 


^'‘^heoxA/ 


No.imiimi Date Analyzed: AUO 2 6 2610 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lopez 
Def: 

Amount: Subst; VM 

No. Cont; 1 Cont; pb 
Date Rec'd; 08/18/2010 No. Analyzed; 

Gross Wt.; 5.61 Net Weight; 

# Tests; ::g 


Prelim; 


Findings 




ijUM4 



No. 


Date Analyzed; OP\~0 \~ V' 



City; Boston D.C.U. Police Dept. 
Officer: P.O. Dia na Lopez 
Def: I 
Amount: 

No. Cont; 3 Cont; pb 
Date Rec'd; 08/18/2010 
Gross Wt.: 486-49 <5^ 

3. ./o 


Prelim: 



Subst; SUB 


No. Analyzed; / 

Net Weight: 

# Tests: ^ ^ 


Findings; 


Folk_OIG_PRR_038860 










Date Analyzed: o^-OV-'' O 



City; Boston D.C.U. Police Dept. 
Officer; P.O. Diana Lopez 
Def: j 
Amount: 

No. Cent: 2 Cont: pb 

Date Rec'd; 08/18/2010 
Gross Wt.; ■9i84' 




Subst.’SUB 

No, Analyzed: ^2/.^s7 
Net Weight: ^ 

# Tests; 

c 




Findings; ' 


No. 


Date Analyzed; 0 > S-C3 vO 


City: Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 
Def; 

Amount; 

No. Gont: Cont: pb 

Date Rec'd: 08/18/2010 
Gross Wt: 87.95 ' 




Subst:SUB 


No. Analyzed: 

Net Weight: ^ 

# Tests: I if ^ 

Findings: Ccr>QOi^v<V 2 - 


No. Date Analyzed; o^-os-vo 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lopez 



Def: 

Amount: 

No. Cont: 47 Cont: pb 

Date Rec'd: 08/18/2010 
Gross Wt: 17.68 


Prelim; 


: he0/]/ 


SubstSUB 

No. Analyzed:^ 

Net Weight: / ^ 

# Tests; ^5 
5 . \o^'SO 

Findings; 


Folk_OIG_PRR_038861 












DRUG POWDER ANALYSIS FORM 




Gross Wt 


Gross wt Uel'i'r- ^),'3S?'7'3/ 
Pkg. wt: d>OHO(f (, 








ot 


PRELIMtNARY TESTS 
Spot Tests 


Cobalt 
Thiocyanate ( 


Marquis 

Froehde's 

Mecke’s 


J-4: 


-f 




-i 


MIcrocrvstalllne Tests 

Gold 

Chloride_ 

TLTA_(_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE ^Mid 


GC/MS CONFIRMATORY TEST 

RESULTS flCj^iA/ 

MS . ^ 

OPERATOR _ 

DATE iIiIk} _ 


Revised 7/2005 

Folk_OIG_PRR_038862 





Sample 



Gross wt.( 
Macro: 
Micro: -4^ 




Duq: -4- 


JUANA ANALYSIS SHEET 




Sample # __ Agency_ . Evidence Wt. 


Gross wt.( ) 
Macro: _____ 

Micro: ^__ 

Duq: __ 


RESULT; DATE: 


Sample # _ Agency___ Evidence Wt, 

Gross wt.( )_ 

Macro:_ 

Micro:__ 

Duq:_ 


RESULT:__ DATE; 



Folk OIG PRR 038863 




DRUG POWDER ANALYSIS FORM 





Revised 7/2005 
Folk_OIG_PRR_038864 







PRELIMINARY TESTS 
Spot Tests 


MIcrocrvstalline Tests 



Revised 7/2005 












































Sequence Name; C:\msdchem\1\sequence\default.s 
Comment: 

Operator; 

Data Path: D:\GC DATA\ 

Instrument Control Pre-Seq Cmd: 
ata Analysis Pre-Seq Cmd: 

Instrument Control Post-Seq Cmd: 

Data Analysis Post-Seg Cmd: 

Method Sections To Run On A Barcode Mismatch 

(X) Full Method (X) Inject Anyv/ay 

{ ) Reprocessing Only { ) Don’t Inject 


Sample Name/Misc Info 


Line 


1) 

Sample 

1 

01 

2) 

Sample 

2 

02 

3) 

Sample 

3 

03 

4) 

Sample 

4 

04 

5) 

Sample 

5 

05 


SCREEN BLANK-DCS 
SCREEN COKE CODEINE STD 
SCREEN BLANK 
SCREEN B10-09592-A 

SCREEN BLANK 


Last Modified: Fri Aug 27 10:44:26 2010 


Page: 1 


Folk_OIG_PRR_038867 



Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D;\GC DATA\08_27„10\ 

01 ,D 

FIDIA.CH 

27 Aug 2010 10:46 

BLANK-DCS 

1 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METH0DS\SCREEN-M 

Title : 

Signal : FIDIA.CH 

peak R.T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 


1 1.264 


1.240 1.453 BB 685371165 9008589454 100.00%100,000% 

Sum of corrected areas: 9008589454 


SCREEN.M Fri Aug 27 11:20:31 2010 


Page r 1 


Folk OIG PRR 038868 




Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


Di\GC DATA\08„27_10\ 

01 -D 

FIDIA.CH 

27 Aug 2010 10:46 

BLANK“DCS 

1 Sample Multiplier: 1 


Integration File: autointl-e 

Method : C:\MSDCHEM\1\MFTH0DS\SCREEN.M 

Title ; 


Response^ 

I li64 


3800000 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 


Signal: 0tD\FID1A.CH 


800000! 


600000' 

400000] 


200000 




T—I I r — r“ 


^ j , I ^ , , , , , j , , , , , ^ I , , I x -p-v, , I j ^ ^ I I I , ■ 

2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 18.00 .20.00 22,00 24.00 26.00 


Time 


SCREEN.M Fri Aug 27 11:20:31 2010 


■■ T ‘r- r T- T -T - 7 

28.00 

Page; 2 


Folk OIG PRR 038869 







Area Percent Report 


Data Path 
Data Pile 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\08_27_10\ 

02 .D 

FIDIA.CH 

27 Aug 2010 11:21 

COKE CODEINE STD 

2 Sample Multiplier: 1 


Integration Pile: autointl.e 


Method : C:\MSDCHEM\l\METHODS\SCRBEN.M 

Title ; 


Signal : FIDIA.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

# 

min 

min 

min 

TY 

height 

area 

% max. 

total 

1 

1.263 

1.232 

1,431 

BB 

723271350 

8826788695 100. 

00% 99.205% 

2 

7.352 

7.299 

7.402 

BB 

4180647 

32075433 

0.36% 

0.360% 

3 

7,923 

7,874 

7.971 

BB 

4687118 

38650006 

0.44% 

0.434% 


Sum of corrected areas: 8897514134 


SCREEN.M Fri Aug 27 11:55:56 2010 


Page: 1 


Folk_OIG_PRR 038870 













Area Percent Report 


Data Path 
Data File 
Signal(s) 
hcq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\08_27_10\ 

03 .D 

FIDIA.CH 

27 Aug 2010 11:57 

BLANK 

3 Sample Multiplier; 1 


Integration File: autointl.e 


Method ; C:\MSDCHEM\1\METHODS\SCREEN.M 

Title : 


Signal 

: FIDIA.CH 



peak R,T, 

Start End 

PK 

peak 

# min 

min min 

TY 

height 


peak peak % of 

area % max, total 


1.262 1.239 1,463 BB 691366853 9122466263 100.00%100.000% 

Sum of corrected areas: 9122466263 


SCREEN.M Fri Aug 27 12:31:24 2010 


Page: 1 


Folk OIG PRR 038872 




Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\08„27_10\ 

03 -D 

FIDlA.CH 

27 Aug 2010 11:57 

BLANK 

3 Saiaple Multiplier: 1 


Integration File: autointl.e 

Method : C:\MSDCHEM\l\METHODS\SCREEN.M 

Title : 


Response^ Signal: 03.D\FID1 A.CH 



SCREEN.M Fri Aug 27 12:31:25 2010 Page; 2 


Folk OIG PRR 038873 







Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D^\GC DATA\08_27_10\ 
04.D 

FIDIA.CH 

27 Aug 2010 12:32 



4 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\SCREEN.M 

Title : 


Signal : FIDlA.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

# 

min 

min 

min 

TY 

height 

area 

% max. 

total 

1 

1.263 

1.231 

1.343 

BV 

695067526 

8772954988 100.00% 

97.714% 

2 

1.360 

1.343 

1.498 

VB 

16368584 

205285596 

2.34% 

2.286% 


Sum of corrected areas: 8978240584 


SCREEN.M Fri Aug 27 13:06:52 2010 


Page: 1 


Folk OIG PRR 038874 




Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\08_„27_10\ 
04 .D 

FIDIA.CH 

21 Aug 2010 12:32 


4 Sample Multiplier: 1 
Integration File: autointl.e 

: C;\MSDCHEM\1\METHODS\SCREEN.M 


Method 

Title 

Response^ 


3800000 

3600000 

3400000' 

3200000 

3000000- 

2600000 

2600000 

2400000 

2200000 ' 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 

800000 

600000 

400000 

200000 


Signal: 04.O\F]D1A.CH 


rT-j, ,J y ^—I—^^—I—^—I—I ( ) —r-'T-fi" j—i—I—I—\—|—r i 

Time 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 16.00 20.00 22.00 24.00 26.00 28.00 


“1—I—T-T—\—I—1—I— 


SCREEN.M Fri Aug 27 13:06:52 2010 


Page: 2 


Folk OIG PRR 038875 







Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\08„27_10\ 

05 ,D 

FIDIA.CH 

27 Aug 2010 13:08 

BLANK 

5 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\SCREEN,M 

Title : 


Signal 

: FIDIA.CH 




peak R.T. 

# min 

Start End 

min min 

PK 

TY 

peak 

height 

peak peak % of 

area % max. total 

1 1.262 

1.239 1.498 

BB 

719212833 

8696873590 100.00%100.000% 


Sum of corrected areas: 8696873590 


SCREEN,M Fri Aug 27 13:42:23 2010 


Page: 1 


Folk OIG PRR 038876 





Area Percent Report 


Data Path : D:\GC DATA\08_27_10\ 

Data File : 05.D 

Signal(s) : FIDIA.CH 

Acq On : 27 Aug 2010 13:08 

Sample : BLANK 

Mi sc 

ALS Vial : 5 Sample Multiplier: 1 

Integration File: autointl.e 

Method : C:\MSDCHEM\1\METH0DS\SCREEN.M 
Title : 

Response. Signal: 05.D\FID1A.CH 

1 .|62 

3800000 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000' 

2200000 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 

800000 

600000 

400000 

200000 



Time 2.00 4.00 6,00 8.00 10.00 12.00 14.00 16.00 18.00 20,00 22.00 24.00 26,00 28.00 

SCREEN.M Fri Aug 27 13:42:23 2010 Page: 2 

Folk OIG PRR 038877 





DRUG POWDER ANALYSIS FORM 




SAMPLE # 


No. of samples tested: 


AGENCY 


>(BW/i/D61/ 






ANALYST 



Evidence WL 




PHYSICAL DESCRIPTION: 


dwfy 

phhibms ^ 
yi/^ iMm f^Um/Cm n'^> 



Gross Wt { ) 

Gross Wt 



ei. 0-/^. 


l,&-f0S 


^./57^ r 

(Sbcyi&k) ^ 


PRELIMINARY TESTS 
^ Spot Tests 

Cobalt 

Thiocyanate ( ) ~i 


Marquis 


Froehde's 

Mecke's 


^ MIcrocrvstalllne Tests 
Gold 

Chloride_ -p 

TLTA ( ) 'T^ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS 60C<^l7lC^ 
DATE k^lT^ltd 


G- GC/MS CONFIRMATORY TEST 

Results. CCjca/2!C. _ 


MS ^ 

OPERATOR /nbO 


DATE <f// 



Revised 7/2005 







Sample #1 


# samples tested: 







O' 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 



7a, mo 

26 




2 

^m7 6. 

OMKJk 


27 




3 


1 

_ A 

V 

28 




4 




29 




5 




30 




6 




31 




7 




32 




8 




33 




9 




34 




10 




35 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 


. ' . 


16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




25 




50 




calculations: . 

f/. no^ ' sn 

CS ‘y 


Folk OIG PRR 038879 






DRUG POWDER ANALYSIS FORM 





SAMPLE# AGENCY 0^^jP/\/ /UCC/ ANALYST 

No. of samples tested: 3 ' Evidence Wt i 

-— ^ i A ^ i jVt/l/t - 




PHYSICAL DESCRIPTION: 



^ Gross Wt (T;^: 

6Mi?t ¥):_ 

W}PI?l0)yi 


Pkg. Wt; 


NetWt: 


c^^cmc/J 


PRELIMINARY TESTS 
^ Spot Tests 

Cobalt 

Thiocyanate ( ) 


Marquis 
Froehde's 
Mecke's ^ 


MIcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 


RESULTS 

DATE 



3' GC/MS CONFIRMATORY TEST 
RESULTS he-/^/iA/ 

MS . 

OPERATOR /7^/.J _ 

DATE, 


Revised 7/2005 

Folk OIG PRR 038880 










Sample #: 

# samples tested: 6 





Gross 

Weight 

Packet Weight 

Net 

Weight 

# 




B 

BOI 

Hi^9 


26 

L 



2 

BBH 


WBSk 

IB 

IHHH 



3 

3BBI 

wm 

Bm 

IBM 




B 

mmk 



29 




B 


l9Hil 


B 

mu 



6 

T 

T 


B 

i^BBEB 



B 




B 




8 




Bm 




9 




B 




10 




■H 




11 




B 




ii 




B 




13 




B 




14 




39 




16 


....... 


Bi 




16 




B 




17 




B 




18 




B 




19 




B 




20 




B 




Bll 




Ullllllli 




22 




B 




m 




B 




24 








25 



HHHI' 

El 




Calculatioas: Mc^'^Uh 

jt^hk hOOi'y^ " 

-e a/}'7o£ OMSi fO, 

mn " ' 

i 

O^S 


Folk OIG PRR 038881 



























































Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q3-2010\System4\08__30_10\740627 

Operator : ASD 

Date Acquired : 30 Aug 2010 14:36 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TIC; 740627,DWata,ms 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 



740627.D Wed Sep 07 12;18;26 2011 Page 1 


Folk OIG PRR 038882 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number j 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q3-2010\System4\08_30_10\740628.D 

ASD 

30 Aug 2010 14:49 

HEROIN STD 

28 

DRUGS 

RTE 


Abundance TlC; 740628. b\data7ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.670 

1554333 

100.00 

100.00 


740628,D Wed Sep 07 12:18:32 2011 


Page 1 


Folk OIG PRR 038883 




Area Percent / Library Search Report 


Information from Data File; 

Pile Name : F; \Q3-2010\System4\08__30__10\740628 .D 

Operator ; ASD 

Date Acquired : 30 Aug 2010 14:49 

Sample Name ; HEROIN STD 

Submitted by : 

Vial Number ; 28 

Ac quisitionMe th: DRUGS 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C; \Database\PMW__TOX2 .L 

PK# RT Library/ID CAS# Qual 


6.67 C;\Database\SLI,L 

HEROIN 000561-27-3 99 




740628.D Wed Sep 07 12:18:33 2011 Page 2 


Folk OIG PRR 038884 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F; \Q3-2010\System4\08_30__10\740631 .D 
ASD 

30 Aug 2010 15:30 

BLANK 
DCS 
1 

DRUGS 

RTE 


Abundance TIC: 740631 ,D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


740631.D Wed Sep 07 12:19:04 2011 


Page 1 


Folk OIG PRR 038885 









9888€0 010 >l|Od 


T XTOZ 60=61=ST LO dSQ paH Q'Z£90^L 


00 * 001 

OO^OOI 

98SST0I 

^99 ‘ 9 

% oxq^H 

% 


auiTi ' 


OS'6 66'^ "09'8 00 8 097 " 00'Z' 09'9 00'9 09'9 00'9 Og't- 00> 09'e OO E 09'e GO'S <-3UJ|i 



axH 

sonaa 

St 

soa 


Z^-9l OIOS t>nv 0£ 
_ asv 

a'St90^7\0T 0£ SONlUlS^JsAsXOIOS-tOX 


q:40WnoTqTSTnbDV 

jiaquinM i^iA 
Aq paqqxuiqns 
0x<3iJLiPs 
paxinbov 

JLOZ^TSJLBdo 

aiUBN 


mojLj uOT'XTsmxojux 


qjioda^ Ax^jrqiq / :^ ubdj . b ^ ^aav 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\08_30_10\740632.D 

ASD 

30 Aug 2Q1Q 15:43 


DCS 

32 

DRUGS 

RTE 


Search Libraries: Cr\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6,67 C:\Database\SLI,L 

HEROIN 


000561-27-3 99 


Abundance 


Average of 6.614 to 6.788 mfn,: 740631 D\data.ms (-) 


m/z-> 



Abundance #1: HEROIN 



740632.D Wed Sep 07 12:19:10 2011 Page 2 


Folk OIG PRR 038887 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q3-2010\System4\Oa_30_10\740e33,D 
ASD 

30 Aug 2010 15:57 

BLANK 
DCS 
1 

DRUGS 

RTE 


Abundance TIC: 740633.D\data,ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


740633 


Wed Sep 07 12:19:14 2011 


Page 1 


Folk OIG PRR 038888 








Area Percent / Library Search Report 


Information from.Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\Oa 30 10\740634.D 
ASD 

30 Auq 2010 16:10 


DCS 
34 

DRUGS 

RTE 


Abundance TIC: 740634.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6,667 

1064766 

100,00 

100.00 


740634,D Wed Sep 07 12:19:18 2011 Page 1 


Folk OIG PRR 038889 






Area Percent / Library Search Report 


Information from Data File: 

File Name : P; \Q3-2010\System4\08_30__10\740634 ,D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 34 

AcquisitionMe th: DRUGS 
Integrator : RTE 



Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.67 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 



Abundance 


80 

60 

40 

20 


4P 


59 

lAh 


fn/z-> 


np 

40 60 


81 


Ui 


#1: HEROIN 


94 


115 


i,A,, 


146 


28 


..iiiuii 


162 


181 


197 


UilMl* 


216 


if ^ 


268 


327 


253 


310 


284 


369 


341 


-p“rT-TjT-rTT7-rTT-r7TT-rTyTnrT-TjT-t-rTyTnnT-p-rT-rpr^--Y-fY^ 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 


740634.D Wed Sep 07 12:19:19 2011 


Page 2 


Folk OIG PRR 038890 














Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P; \Q3-2010\System4\08__3 0__10\74 0635.D 
ASD 

30 Aug 2010 16:24 

BLANK 
DCS 
1 

DRUGS 

RTE 


Abundance TIC: 740635,D\data,ms 



Ret. Time 


Area Area % Ratio % 


**^NO INTEGRATED PEAKS*** 


740635.D Wed Sep 07 12:19:24 2011 


Page 1 


Folk OIG PRR 038891 






Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 



2010\System4\08_3 0__10\740636 . D 


16r37 


Abundance TIC: 740636*O\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.665 

973372 

100,00 

100.00 


740636.D Wed Sep 07 12:19:28 2011 


Page 1 


Folk OIG PRR 038892 











Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-20l0\System4\08 30 

10\740636 .D 

Operator 

ASD 


Date Acquired 

30 Aug 2010 16:37 


Sample Name 



Submitted by 

DCS 


Vial Number 

36 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality; 80 

PK# RT 

Library/ID 

CAS# Qual 


1 6.66 C:\Database\SLI.L 

HEROIN 000561-27-3 99 

JWH-073 208987-48-8 4 



Abundance #1; HEROIN 



rp 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


740636.D Wed Sep 07 12:19:29 2011 


Page 2 


Folk OIG PRR 038893 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\Systeni4 \08_30__10\740637 , D 
ASD 

30 Aug 2010 16:51 

BLANK 
DCS 
1 

DRUGS 

RTE 


Abundance TIC: 740637. D\cfata. ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


740637.D Wed Sep 07 12:19:34 2011 Page 1 


Folk OIG PRR 038894 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\08_30_10\740638.D 

ASD 

30 Auq 2010 17:04 


DCS 
38 

DRUGS 

RTE 


Abundance TIC: 740638.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.663 

761888 

100.00 

100.00 


740638.D 


Wed Sep 07 12:19:38 2011 


Page 1 


Folk OIG PRR 038895 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2010\System4\08 30 

10\740638.D 

Operator 

ASD 


Date Acquired 

30 Aug 2010 17:04 


Sample Name 



Submitted by 

DCS 


Vial Number 

38 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\Database\SLI,L 

Minimum Quality: 80 
Minimum Quality: 80 


C:\Database\NIST05a.L 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 


1 6.66 C:\Database\SLI.L 

HEROIN 000561-27-3 99 




740638.D Wed Sep 07 12:19:39 2011 


Page 2 


Folk OIG PRR 038896 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-20lO\System4\08_30_10\740639.D 
ASD 

30 Aug 2010 17:18 


DCS 

39 

DRUGS 

RTE 


Abundance TiC; 740S39*D\dala.nns 



Ret. Time 

Area 

Area % 

Ratio % 

6,664 

689037 

100,00 

100,00 


740639.D Wed Sep 07 12:19:44 2011 Page 1 


Folk OIG PRR 038897 







Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator ; 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


F;\Q3-2010\System4\08_30_10\740639,D 
ASD 

30 Aug 2010 17:18 


DCS 

39 

DRUGS 

RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.66 C;\Database\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


Average of 6,611 \o 6,826 min,: 740639.D\data.ms (-) 



Abundance #1: HEROIN 



740639.D 


Wed Sep 07 12:19:44 2011 


Page 2 


Folk OIG PRR 038898 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th; 
Integrator : 


Data File: 

F:\Q3-2010\System4\08_30_10\740640 

ASD 

30 Aug 2Q1Q 17:31 

DCS 

40 

DRUGS 

RTE 


D 


Abundance TIC: 740640.D\cfata,inns 



Ret. Time 

Area 

Area % 

Ratio % 

6.664 

738393 

100,00 

100.00 


740640.D Wed Sep 07 12:19:49 2011 


Page 1 


Folk OIG PRR 038899 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\08_30_10\740640,D 
ASD 

30 Aug 2010 17:31 


DCS 

40 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

Cr\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.66 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



Abundance #1: HEROIN 



740640.D Wed Sep 07 12:19:50 2011 Page 2 


Folk OIG PRR 038900 










Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \Q3-'2 010\System4\08_3 0_10\74 0641 
ASD 

30 Auq 2010 17:45 


DCS 
41 

DRUGS 

RTE 


D 


Abundance TIC: 74d64tb\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.667 

861319 

100.00 

100.00 


740641.D Wed Sep 07 12:19:54 2011 


Page l 


Folk OIG PRR 038901 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3~2010\System4\08_30_10\740641.D 

Operator : ASD 

Date Acquired : 30 Aug 2010 17:45 

Sample Name : 

Submitted by : DCS 
Vial Number ; 41 

AcquisitionMeth; DRUGS 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


6,67 C;\Database\SLI,L 

HEROIN 000561-27-3 99 


Abundance Average of 6.609 to 6.825 min.: 740641 .D\data.ms (-) 

It 



m/z-> 40 60 80 100 120 140 160 180 , 200 220 240 260, 280 300, 320_,34p .360,380 40 0 420 


740641.D Wed Sep 07 12:19:55 2011 Page 2 


Folk OIG PRR 038902 














Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2Q10\System4\08__3 0__10\740642.0 
ASD 

30 Aug 2010 17:58 


DCS 
42 

DRUGS 

RTE 


Abundance TIC: 740642,D\data,ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.663 

661250 

100.00 

100.00 


740642.D Wed Sep 07 12:20:00 2011 


Page 1 


Folk OIG PRR 038903 





Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F;\Q3-2010\System4\OB_30_10\740642.D 

Operator : ASD 

Date Acquired ; 3^Au^20^ 17:58 

Sample Name : 

Submitted by : DCS 
Vial Number : 42 

AcquisitionMeth; DRUGS 
Integrator : RTF 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKf} RT Library/ID CAS# Qual 


1 6.66 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



Abundance 


#1: HEROIN 


m/z--> 



740642.D Wed Sep 07 12:20:01 2011 Page 2 


Folk OIG PRR 038904 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\System4\08 30 10\740648.D 
ASD 

30 Aug 2010 19:19 

BLANK 

1 

DRUGS 

RTE 


Abun<jance TIC: 740648*O\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


I 


740648.D V7ed Sep 07 12:20:23 2011 


Page 1 


Folk OIG PRR 038905 








Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Data Pile: 

F:\Q3-2010\System4\08_30_10\740649.D 
ASD 

30 Aug 2010 19:33 

HEROIN STD 

49 

DRUGS 

RTE 


Abundance TIC; 740649*b\daia.nis 



Ret. Time 

Area 

Area % 

Ratio % 

6.667 

1569019 

100.00 

100.00 


740649 ,D 


Wed Sep 07 12:20:27 2011 


Page 1 


Folk OIG PRR 038906 











Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by r 
Vial Number : 
AcquisitionMethj 
Integrator : 


Data File; 

P: \Q3-2010\System4\08__30_10\740649 .D 
ASD 

30 Aug 2010 19;33 

HEROIN STD 

49 

DRUGS 

RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a,L Minimum Quality; 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.67 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



Abundance #1: HEROIN 



740649.D Wed Sep 07 12:20:28 2011 


Page 2 


Folk OIG PRR 038907 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

Fr\Q3-2010\System4\08_30_10\740650.D 
ASD 

30 Aug 2010 19:46 

BLANK 

2 

DRUGS 

RTE 


Abundance TIC: 740666.D\cfata.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


740650.D Wed Sep 07 12:21:05 2011 


Page 1 


Folk OIG PRR 038908 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F: \Q3-2010\System4\08__3 0_10\74 0651. D 
ASD 

30 Aug 2010 20:00 

COCAINE STD 


Vial Number 

AcquisitionMeth 

Integrator 


51 

DRUGS 

RTE 


Abundance TIC: 74065tD\dala.nis 



Ret. Time 

Area 

Area % 

Ratio % 

4,757 

2570323 

100.00 

100.00 


740651.D Wed Sep 07 12:21:10 2011 


Page 1 


Folk OIG PRR 038909 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q3-2010\System4\08_30_10\740651.D 
ASD 

30 Aug 2010 20:00 

COCAINE STD 

51 

DRUGS 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

00 CO 

o o 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

4.76 C:\Database\SLI,L 

COCAINE 

000050-36-2 

99 



80 

60 

40 

20 | 

0 - 








182 


105 


122 


152 


198 


214 244 


272 


303 


I M ' I r j I' Vi i- j i I I T I jrn -y T T- r T y TT T T j T- r TT j I j r - r y- n -T- r -j- m j ' > j m i i 1 1 i j ; p < i i j i i i i j i m r j- r i rri-T- T T' rp -rTTi-rrTri- 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 


740651.D Wed Sep 07 12:21:11 2011 Page 2 


Folk OIG PRR 038910 











Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\08_30__10\74 0656 , D 
ASD 

30 Aug 2010 21:07 

BLANK 
DCS 
2 

DRUGS 

RTE 


Abundance 


TIC: 740656,D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


740656,D Wed Sep 07 12:21:27 2011 Page 1 


Folk OIG PRR 038911 









Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ft\Q3- 
ASD 
3^Auc 

DCS 
57 

DRUGS 

RTE 


2010\System4\08_30_10\740657 .D 


2010 21r20 



Ret, Time 


Area Area % Ratio % 


2,053 
2.835 
3 . 983 
4.761 


103449 

898867 

469038 

4420259 


1.76 2.34 

15.26 20,34 

7.96 10.61 

75.03 100,00 


740657,D Wed Sep 07 12:21r33 2011 Page 1 


Folk OIG PRR 038912 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2010\System4\08 30 

10\740657.D 

Operator 

ASD 


Date Acquired 

30 Aug 2010 21:20 


Sample Name 



Submitted by 

DCS 


Vial Number 

57 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries; C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PKM RT 

Library/ID 

CAS# Qual 


1 2.05 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 97 
2-Carbomethoxy-8-methyl-8^azabicycl 043021-26-7 95 
1-Cyclohexyl-2 -ethylpyrrolidine 051503-12-9 47 


Abundance Average of 2026 to 2.201 min.: 740657.D\data.ms (-) 



Abundance 


60 


60 

40 

20 


1$2 


^^43743: Ecgonidfne, melhyi ester 


122 


106 


138 


r - T - r - p - f - r -i ^p i iV] i I 


181 


166 


m/z-> 40 60 80 100 120 140 160. 180 200 220 24p_. 26p 280 300 320 340 360 380.4p0_. 


740657.D Wed Sep 07 12:21:34 2011 Page 2 


Folk OIG PRR 038913 














Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4 \ 08_3 0_10\ 74 0657 . D 
ASD 

30 Aug 2010 21:20 


DCS 

57 

DRUGS 

RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 2.84 C:\Database\NIST05a.L 

1-Inositol 
Epi-Inositol 
Inositol 


1000007-49-1 90 

000488-58-4 78 

006917-35-7 74 


Abundance Average of 2.486 to 3.026 min.: 740657.D\data.ms (0 



Abundance 


80 


60 


40 


20 


m/2-> 


40 


60 


43 




#43347:14nosito! 


Th 


102 


89 


60 


80 


115 


144 


nn 




100 120 


rxjrr 

140 


r-{-. 


rp 


r-p 


160 180 200 220 240 260 280 300 320 340 360 


740657.D 


Wed Sep 07 12:21:35 2011 


Page 3 


Folk OIG PRR 038914 













Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q3-2010\System4\08_30_10\740657,D 

Operator ; ASD 

Date Acquired ; 30 Aug 2010 21:20 

Sample Name : 

Submitted by ; DCS 
Vial Number i 57 

Ac quisitionNe th; DRUGS 
Integrator ; RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

CI\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMN_T0X2,L 

PK# RT Library/ID CAS# Qual 


3 3.98 C:\Database\NIST05a.L 

Imidazo[2/1-b]thiazole^ 2,3,5/6-tet 014769-73-4 99 
Imidazo[2,1-b)thiazole, 2,3,5;6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 




740657.D Wed Sep 07 12:21:36 2011 Page 4 


Folk OIG PRR 038915 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

P:\Q3-2010\System4\08 30 

10\740657.D 

Operator 

ASD 


Date Acquired 

30 Aug 2010 21:20 


Sample Name 



Submitted by 

DCS 


Vial Number 

57 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2 .h 


PKtt RT 

Library/ID 

CAS# Qual 


4 4.76 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance 


80 


60 


40 


20 


42 


68 

, -. 1 , 

i I "t f y 


82 


Average of 4.718 to 4.919 mm.: 740657.D\dala,ms (-) 
182 


94 




122 


198 


214 230 244265 289 


303 


331 343 


m/z-> 40 60 80 100 120 140 160 ' ' 180 ' ' 200 ’ ' 220 ' ' 240 ' 260 280 ' ’ 300 320 340 


Abundance 

80 

60 

40 


20 


42 


ni/2“> 


V 

60 


^2 


, ,55 68 

li. .i.liu .1 


#29: COCAINE 


182 


80 


94 


Ji 


108 

Jik- 


122 


.r-T-Y‘f7--T 

100 120 140 


135 


198 


160 180 


T 


214 


-p 


272 

24 4 259 r 


303 


“T 


200 220 240 260 280 ’ * 300 


320 340 


740657.D Wed Sep 07 12:21:36 2011 Page 5 


Folk OIG PRR 038916 
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Area Percent / Library Search Report 


Information from Data Filer 

File Name ; F: \Q3-2010\System4\08_30__10\740658 ,D 

Operator : ASD 

Date Acquired ; 30 Aug 2010 21:34 

Sample Name : 

Submitted by : 

Vial Number : 58 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

Cr\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 , L 


PK# 

RT 

Library/ID 

CASj* 

Qual 

1 

2.59 

C:\Database\NIST05a.L 





Scyllo”-Inositol 

000488-59-5 

90 



Epi”Inositol 

000488-58-4 

83 



Inositol 

006917-35-7 

83 


Abundance Average of 2.479 to 2.611 min.: 740658.D\data,ms (-) 

7h 

801 


40 


60 

20 I 



m/z*.> 40..60 .„.___80 _.100.120 140 160 180 200__ _220_ 280 300 320 340 


740658,D Wed Sep 07 12:21:42 2011 Page 2 


Folk OIG PRR 038918 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\08_30_10\740658.D 

ASD 

3Q Aug 2010 21:34 


DCS 
58 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMV?_TOX2 * L 


PK# RT Library/ID 


CAS# Qual 


2 3.99 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5;6-tet 006649-23-6 97 



Abundance 


#59447: lmidaEoi2,1>bjthmzole. 2,3,5,64etrahydro-6-phenyl'. (S)- 



740658.D Wed Sep 07 12:21:43 2011 Page 3 


Folk OIG PRR 038919 















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2010\System4\08 30 10\740658.D 

Operator 

ASD 

Date Acquired 

30 Aug 2010 21:34 

Sample Name 


Submitted by 

DCS 

Vial Number 

58 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a*L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3 4,76 C:\Database\SLI.L 

COCAINE 000050-36-2 99 




740658,D Wed Sep 07 12:21:44 2011 Page 4 


Folk OIG PRR 038920 

















Area Percent / Lribrary Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\Q3~2010\System4\08_30_10\740659.D 

ASD 

30 Aug 2010 21:47 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


2 

DRUGS 

RTE 


Abundance TIC: 740659.C)\data.ms 



Ret, Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


740659,D Wed Sep 07 12:21:59 2011 


Page 1 


Folk OIG PRR 038921 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\08_30_10\740660.D 

ASD 

30 Aug 2010 22:01 

BLANK 

2 

DRUGS 

RTE 


Abuncfanca TIC: 740660.D\(lata,ms 



Ret. Time 


Area Area % Ratio % 


•***NO INTEGRATED PEAKS*** 


740660.D Wed Sep 07 12:22:03 2011 


Page 1 


Folk OIG PRR 038922 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator r 


Data File: 

Fr\Q3-2010 \Sys t em4 \ 08__3 0__10\ 74 0 661 . D 
ASD 

30 Aug 2010 22:14 

COCAINE STD 

61 

DRUGS 

RTE 


Abundance T!C: 740661.D\data.m$ 



Ret. Time 

Area 

Area % 

Ratio % 

4.758 

2229169 

100.00 

100,00 


740661.D Wed Sep 07 12:22:07 2011 Page 1 


Folk OIG PRR 038923 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\Q3-2010\System4\08_30_10\740661.D 
ASD 

30 Aug 2010 22:14 

COCAINE STD 


Vial Number 

AcquisitionMeth 

Integrator 


61 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 .L 


PK# RT Library/ID 


CAS# Qual 


1 4.76 C:\Database\SLI.L 

COCAINE 000050-36-2 99 




740661.D 


Wed Sep 07 12:22:08 2011 


Page 2 


Folk OIG PRR 038924 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\08_30_10\740693.D 
ASD 

31 Aug 2010 10:20 

BLANK 

2 

SCREEN 

RTE 



Ret. Time 


Area Area % Ratio ^ 


INTEGRATED PEAKS*** 


740693.D Wed Sep 07 12:22:34 2011 Page 1 


Folk OIG PRR 038925 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


P:\Q3~2 010\System4\08_3 0_10\740694,D 
ASD 

31 Aug 2010 10;54 


Vial Number 

AcquisitionMeth 

Integrator 


94 

SCREEN 

RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


740694.D 


Wed Sep 07 12:22:39 2011 


Page 1 


Folk OIG PRR 038926 





